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15 FAM 700 
FURNITURE, FURNISHINGS, 
APPLIANCES, AND EQUIPMENT (FFA&E) 

15 FAM 710 
INTRODUCTION 

(CT:OBO-31; 03-20-2013) 
(Office of Origin: OBO) 

15 FAM 711 SCOPE AND APPLICABILITY 

(CT:OBO-31; 03-20-2013) 

This subchapter pertains to the provision of furniture, furnishings, appliances, and 
equipment (FFA&E) and certain other items (antiques, works of art, and, other 
cultural heritage objects), for residences, offices, and other functional space for 
Department ofState/USAID/other agency personnel, and Marine security guards 
abroad. 

(1) Detailed procedures for identifying and preserving cultural objects are 
found in 15 FAM 770, Required Procedures and Guidelines. 

(2) Detailed guidance for managing residential furniture and appliance pool 
programs is in 6 FAH-5 H-510. 

(3) 12 FAM 350, Construction Security and Procurement and Transit Security 
of Construction Materials, addresses security standards, and details the 
purchase, secure shipment, and inspectability of items purchased abroad 
for use within a controlled access area (CAA). These standards are found 
in 12 FAH-6 H-300, Technical Threat, in 12 FAH-6 H-500, OSPB-Approved 
Policies and Standards for all Posts, and in 12 FAH-6 H-600, Technical 
Security. 

15 FAM 712 GENERAL INFORMATION 

(CT:OBO-31; 03-20-2013) 

a. For Department of State properties, direct all comments and questions to the 
following offices in the Bureau of Overseas Buildings Operations (OBO): 

(1) Office of Residential Design and Cultural Heritage, in the Directorate for 
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Operations (OBO/OPS/RDCH); 

(2) Office of Art in Embassies, in the Directorate for Operations 
(OBO/OPS/ARTj; or 

(3) Interior Design Division in the Office of Design and Engineering, in the 
Directorate for Program Development, Coordination, and Support 
(OBO/PDCS/DE/ID ) . 

b. For USAID, contact the Overseas Management Division, Office of Management 
Services, Bureau for Management, USAID/Washington (USAID/W - 
M/MS/OMD). 

c. Questions related to emergency generators and power systems should be 
directed to the Office of Facility Management, in the Directorate for 
Construction, Facility, and Security Management (OBO/CFSM/FAC). See also 15 
FAM 600. 

15 FAM 713 THROUGH 719 UNASSIGNED 

(CT:OBO-l; 04-29-2005) 
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